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HARYANA GOVT GAZ ., NOV . 21 , 1978 (KRTK , 30 , 1900 SAKA ) 


{ PART 1 


No. 11 ( 112 ) 3Lab -78 /9384. - In pursuance of the provision of section 17 of the Industrial Disputes 
Act, 1947 (Act No. XIV of 1947 ) the Governor of Haryana is pleased to publish the following award of 
the Presiding Officer, Industrial Tribunal, Faridabad , in respect of the dispute between the workman and 
the management of M s . Industrial Cables India Ltd. of Kila Zafargarh , District Jind : 


BEFORE SHRI NATHU RAM SHARMA. PRESIDING OFFICER , INDUSTRIAL 

TRIBUNAL , HARYANA , FARIDABAD 


Complaint No. 60 of 1978 under section 33 -A of the Industrial Disputes Act , 1947 . 


between 


SHRI MAHENDER , WORKMAN AND THE MANAGEMENT OF M / S INDUSTRIAL 

CABLES INDIA LTD . OF KILA ZAFARGARH , DISTRICT JIND . 


Preseni . 


Shri Onker Parshad for the workman . 


Shri B. D. Gulati for the management. 


AWARD 


The applicant filed this complaint under section 33 - A of the Industrial Disputes Act, alleging 
contravention of section 33 of the Industrial Disputos Act. Notices were issued to the respondent-management. 
Both parties appeared . 

The representative for the complainant workman stated that the disputs had been referred to the 
Labour Court, Haryana , Rohtak and he did not like to proceed with these complaints. In view of the 
statement of the representative for the complainent workman 1 dismiss this complaint as having been with 
drawn . No order as to cost . 


NATHU RAM .SHARMA , 


1 


4 


Dated the 12th October , 1978 . 


Presiding Officer, 
Industrial Tribunal, Haryana , 

Faridabad . 


No. 929, dated 12th October , 1978 . 


Forwarded ( four copies ) to the Secretary to Government Haryana , Labour and Employment 
Departments, Chandigarh . as required under section 15 of the Industrial Disputes Act , 1947 . 

NATHU RAM SHARMA , 

Presiding Officer , 
Industrial Tribunal, Haryana , 

Faridabad . 


No. 11(112 ) -3Lab -78 /9385.- In pursuance of the provision of section 17 of the Industrial Disputes Act, 
1947 (Act No. Xiv of 1947 ), the Governor of Haryana is pleased to publish the following award of the Presiding 
Officer , Industrial Tribunal, Faridabad , in respect of the dispute between the workman and the management of 
M /s . Industrial Cables India Ltd. of Kila Zafargarh , District Jind : 


BEFORE SHRI NATHU RAM SHARMA , PRESIDING OFFICER , INDUSTRIAL TRIBUNAL , 

HARYANA , FARIDABAD 


Complaint No. 59 of 1978 under section 33 -A of the Industrial Disputes Act, 1947. 


between 


SHRI RAM SANAHI, WORKMAN AND THE MANAGEMENT OF M / S . INDUSTRIAL CABLES 

INDIA LTD . OF KILA ZAFARGARH , DISTRICT JIND 


Present : 


Shri Onkar Parshad , for the workman . 


B. D. Gulati, for the management, 


PART 3 


HARYANA GOVT. GAZ. , NOV. 21, 1978 (KRTK . 30 , 1900 SAKA ) 


2019 


AWARD 


The applicant filed this complaint under section 33-1 of the Industrial Disputes Act. alleging 
contravention of section 33 of the Industrial Dispute ict. Notices were issued to the respondent mana 
gement. Both partics appeared . 


The represcntative for the complaint workman stated that the dispute had been referred to 
Labour Court, Haryana , Rohtak and he did not like to proceed with these complaints . In view of the 
statment of the reprcsentative for the complainant workman , I dismiss this complaint as having been 
with drawn. No order as to cost . 


Date the 12th October , 1978 . 


NATHU RAM SHARMA , 

Presiding Officer , 
Industrial Tribunal, Haryana, Faridabad . 


No. 930 , dated the 12th October, 1978 . 


Forwarded (four copies ) to the Secretary to Government, Haryana , Labɔur and Enolby.nrnt Dipart 
ments , Chandigarh , as required under section 15 of the Industrial Disputes Act , 1947. 

NATHU RAM SHARMA , 

Presiding Officer, 
Industrial Tribunal, Haryana , Faridabad . 


No. 11 (112 )-3Lab - 78 / 9386. - In pursuance of the provision of section 17 of the Industrial Disputes Act , 
1947 (Act No. XIV of 1947 ), the Governor of Haryana is pleased to publish the following award of the Presiding 
Officer, Industrial Tribunal , Faridabad , in fospect of the dispute between the workman and the management of 
MsIndustrial Cables India Ltd. , of Killa Zafargarh , district Jind : 


BEFORE SHRI NATHU RAM SHARMA , PRESIDING OFFICER , INDUSTRIAL TRIBUNAL , 

HARYANA , FARIDABAD 
Complaint No. 58 of 1973 under section 33.A of t ? Tolstrial Dispit:: Azt, 1917 


between 


SHRI RANDHIR SINGH WORKMAN AND THE MANAGEMENT OF MIS INDUSTRIAL 

CABLES INDIA LTD ., 0 KILA ZA JARGIBH , DISTRICT JIND 


Present. 


Shri Onkar Parshad for the workman . 


Shri B. D. Gulati, for the management, 


AWARD 


The applicent filed this complaint under sestion 33 -A of the Industrial D spi!. Act, alleging 
contravention of scction 33 of th : Industrial Dispute Act. Ntices were issued to the respondent mana 
gement. Both parties appeard . 

The representative for the complainant workman stated that the dispute had been referred to the 
Labour Court Haryana , Rohtak and he did not like to proceed with these complaints . In view of the 
statement of the represantative for the complainant workman , I dismissed this complaints as having been 
with drawn . No order as to cost . 

NATHU RAM SHARMA, 
Dated the 12th October , 1978 . 

Presiding Officer, 
Industrial Tribunal, Haryana , 

Faridabad . 


No. 931, dated the 12th October, 1978 
Forwarded (four copies) to the Secretary to Government, Haryana , Labour and Employment Depart 
monts, Chandigarh , as required under section 15 of the Industrial Disputes Act, 1947 . 

NATHU RAM SHARMA , 

Presiding Officer, 
Industrial Tribunal, Haryana, 

Faridabad . 


